; : Hot Wind, 
Thistle In Spring, 7” diameter image, oil with 


12” diameter, oil with 23k gold tt d 
aluminum and 18k gold on Nee AE A E 


panel 


I am a Thousand Winds That 
Blow, 
20” diameter image, 
2A 5”x?2Q” 


Wild Wind, 
24” diameter, 
oil with 23k gold on panel 


